Appendix II: 
Selected Thermoelectric 

Sources 



Compiled by ZT Services, http://www.zts.com 



General Thermoelectric Information 

European Thermoelectric Society 
International Academy of Refrigeration 
International Thermoelectric Academy 
International Thermoelectric Society (ITS) 
Peltier Device Information Directory 
Spanish Thermoelectric Association (Spain) 
Thermoelectric Society of Japan (Japan) 
ZT Services (U.S.) 

Thermoelectric Power Generation 

Advanced Power Solutions-Thermo 

Life (U.S.) 
D.T.S. Thin Film Thermoelectric 

Generator Systems GmbH (Germany) 
EKSOM Geotec AG (Germany) 
Evaporative Systems, Inc. (U.S.) 
Ferrotec (U.S.) 
Fujitaka (Japan-China) 
Global Thermoelectric, Inc. (Canada) 
Hi-Z Technology, Inc. (US.) 
Institute of Thermoelectricity (Ukraine) 
MicroPelt (Germany) 
Serras Thermoelectrics (France) 
Teledyne Energy Systems (U.S.) 
Thermoelectrics.com (UK) 
Thermodynamic Modules (China) 

Thermoelectric Cooling 

Advanced Thermoelectric Products (U.S.) 
ADV-ENGINEERING (Russia) 
Amerigon (U.S.) 

Bangma Thermal Solutions (BTS) 
(Netherlands/Belgium) 



http://www.its.org/ets/ 

http://www.zts.com/iar/ 

http://ite.cv.ukrtel.net/ita/ 

http://www.its.org/ 

http://www.peltier-info.com/ 

http://www.upc.es/AIT/ 

http://www.elec.shonan-it.ac.jp/thermoelectrics/ 

http://www.zts.com/ 

http://www.adsx.com/prodservpart/thermolife.html 

http://www.dts-generator.com/ 

http://www.eksom.com/ 

http://www.remote-site.com/ 

http://www.ferrotec-america.com/ 

http://www.fujitaka.com/pub/peltier/english/ 

http://www.globalte.com/ 

http://www.hi-z.com/ 

http://www.ite.cv.ua/ 

http://www.micropelt.com 

http://www.serras.net/ 

http://www.teledyneenergysystems.com/ 

http://www.thermoelectrics.com/ 

http://www.thermonamic.com 

http://www.americool.com/ 
http://www.adv-engineering.com/ 
http://www.amerigon.com/ 
http://www.ThermalSolutions.nl 
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Beijing Huimao Cooling Equipment 

Co., Ltd (China) 
BIAPOS (Russia) 
BSST (U.S.) 

China HiCOOL Electronics Corp. (China) 
Cool Chips PLC (UK, Gibralter) 
EIC Solutions, Inc. (U.S.) 
EURECA Messtechnik GmbH (Germany) 
Fandis Thermal Management (Italy) 
Ferrotec (U.S.) 
Fujitaka (Japan-China) 
Heat Transfer Research & Development, 
Ltd (U.S.) 

HiTECH Technologies (U.S.) 
Hydrocool (Australia) 
INB Products (U.S.) 
Institute of Thermoelectricity (Ukraine) 
Komatsu (Japan) 
Kryo therm (Russia) 
Magaland Technology, Inc. (U.S.) 
Marlow Industries, Inc. (U.S.) 
Marvel Thermoelectrics (France) 
Melcor Corporation (U.S.) 
MicroPelt- ( Germany) 
MJ Research, Inc. (U.S.) 
MODUL (Ukraine) 
Nanocoolers (U.S.) 
NORD (Russia) 
OSTERM (Russia) 
OTE International (Taiwan) 
RMT Ltd (Russia) 
S&PF Module (Ukraine) 

Shanghai TOKA New Materials Co., Ltd (China) 
Solid-State Cooling Systems (U.S.) 
Supercool (Sweden) 
TE Applications (Australia) 
TE Distributing, Inc. (U.S.) 
TE Energy (F) Oy (Finland) 
TE Technology (U.S.) 
TECA Corporation (U.S.) 
Tellurex (U.S.) 

TES Thermo Electric Solutions, Ltd (Israel) 
Thermion (Ukraine) 
Thermoelectric Supplier (Thailand) 
Thermoelectrics by Cidete (Spain) 
Thermoelectrics.com (UK) 
Thermolyte Corporation (U.S.) 
Thermonamic Modules (China) 
Tropicool Thermoelectric Refrigeration 

(New Zealand) 



http://www.huimao.com 



http 


//www.angelfire.com/biz/biapos/ 


http 


//www.bsst.com/ 


http 


//www.hicooltec.com/ 


http 


//www.coolchips.gi 


http 


//www.eicsolutionsinc.com/ 


http 


//www.peltierelement.com/ 


http 


//www.fandis-tm.com/ 


http 


//www.ferrotec-america.com/ 


http 


//www.fujitaka.com/pub/peltier/english/ 


http 


//www.htrdltd.com/ 


http 


//www.hitechtec.com/ 


http 


//www.hydrocool.com/ 


http 


//www.inbthermoelectric.com/ 


http 


//www.ite.cv.ua/ 


http 


//www.komatsu-electronics. co.jp/ 


http 


//www.kryotherm.ru/ 


http 


//hometown, aol. com/magaland/ 


http 


//www.marlow.com/ 


http 


//www.marvelte.com/ 


http 


//www.melcor.com/ 


http 


//www.micropelt.com 


http 


//www.mjr.com/ 


http 


//www. ukrainetrade.com/modul 


http 


//www.nanocoolers.com/ 


http 


//www. sctbnord. com/ 


http 


//www.osterm.ru/ 


http 


//www.oteinternational.com 


http 


//www. rmtltd . ru/ 


http 


//www. ukrainetrade.com/company/modul/ 


http 


//www. toka.com.cn/ 


http 


//www.sscooling.com/ 


http 


//www.supercool.se/ 


http 


//www. teapplications.com/ 


http 


//www. tedist.com/ 


http 


//www.teenergy.fi/ 


http 


//www. tetech.com/ 


http 


//www. thermoelectric.com/ 


http 


//www. tellurex.com/ 


http 


//www.tes.co.il/ 


http 


//www. thermion-company.com 


http 


//www.thermoelectricsupplier.com 


http 


//www.arrakis.es/— cidete 


http 


//www. thermoelectrics.com/ 


http 


//www. thermolytecorp.com/ 


http 


//www. thermonamic.com 


http 


//www.tropicool.co.nz 
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